ST.  PAUL'S  METHODIST  CHURCH 
Orangeburg,  S.  C. 

Founded  in  1836,  the  present  sanctuary  was  built  in 
1898  and  remodeled  in  1957.  It  is  located  at  311  St. 
Paul  Street  in  ttie  center  of  beautiful  Orangeburg. 
The  church  at  one  time  had  as  many  members  as  all 
the  other  churches  in  Orangeburg  combined. 
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